NONDOCKETED ITEMS      281
-8503050585 Safety evaluation re util response to 801220 generic Itr re control of heavy loadsPhase I of NUREG-0612 acceptable.
* Office of Nuclear Reactor Regulation, Director. 85/02/11. 1p. 29246:148-29246:148.
-8501100262 TER-C5506-355 "Control of Heavy Loads.James A Fitzpatrick Nuclear Power Plant," technical evaluation rept.
BOMBERGER.C. Franklin Institute/Franklin Research Center. NRC-03-81-130. TAG 07990. 84/11/27. SINGH.A. NRC - No Detailed Affiliation Given. 25pp. 29246:149-29246:173.
8503060053 Forwards SER re control of heavy loads (Phase l),per response to 801222 generic Itr, "Control of Heavy Loads." Guidelines of NUREG-0612 satisfied & Phase I acceptable. Phase II evaluation to be subj of future correspondence. VARGA.S.A. Operating Reactors Branch 1. 85/02/19. OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 2pp. 29263:320-29263:322.
-8503060059 SER supporting control of heavy loads.Phase !,per NUREG-0612.
* Auxiliary Systems Branch. 85/02/19. 1p. 29263:322-29263:322.
-8502070102 TER-C5506-362 "Control of Heavy Loads.lndian Point Unit 2." BOMBERGER.C. Franklin Institute/Franklin Research Center. NRC-03-81-120. TAC 07996. 85/01/31. SINGH.A. NRC - No Detailed Affiliation Given. 28pp. 29263:323-29263:350.
8503080065 Submits completion schedule for Multi-Plant Action Items C-10 & C-15, "Control of Heavy Loads," for listed plants. Generic Itr closing issue will be issued by 850430.
NEIGHBORS.D. Operating Reactors Branch 1. 85/02/25. THOMPSON.H.L Division of Licensing. 1p. 29299:355-29299:355.
8503110020 Advises that evaluation of control of heavy loads will be submitted in two phases. Phase I rept.identifying all cranes, loads & load paths.will be submitted on 850615.Phase II rept scheduled for submittal on 850815.
WAREMBOURG.D.W. Public Service Co. of Colorado. P-85050. 85/02/05. JOHNSON.E.H. Region 4, Office of Director. 2pp. 29306:360-29306:361.
8503110282 Forwards application for amend to License DPR-50,consisting of Rev 1 to Change Request 38,revising Tech Specs to define lift conditions & allowable areas of travel when loads in excess of 15 tons.per NUREG-0612.
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 5211-85-2036. 85/03/ 05. STOLZ.J.F. Operating Reactors Branch 4. 1p. 29287:063-29287:072.
-8503110288 Application for amend to License DPR-50,consisting of Rev 1 to Change Request 38,revising Tech Specs to define lift conditions & allowable areas of travel when loads to be lined in excess of 15 tons.Fee paid.
HUKILL.H.D. General Public Utilities Corp, - GPU Service Corp. 85/03/05. 4pp. 29287:064-29287:067.
-8503110294 Proposed Tech Specs defining lift conditions & allowable areas of travel when loads to be lifted by fuel handling bldg crane in excess of 15 tons or between 1.5 tons.per NUREG-0612.
*   General Public Utilities Corp. - GPU Service Corp. 85/03/05. 5pp. 29287:068-29287:072.
8503120589 Forwards evaluation of schedule for resolving & completing Generic Issue 84 re C-E PORVs.Decision on need for PORVs deferred pending resolution of Unresolved Safety Issue A-45, "Shutdown DHR Requirements," per NUREG-1044 recommendation.
DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 85/02/27. BERNERO.R.M. Division of Systems Integration (post 811005). 9pp. 29338:084-29338:092.
8503130301 Forwards results of initial safety evaluation re near-term flux reduction program & part-length burnable absorber assemblies.Supplemental safety evaluation encl.
VARGA.SA Operating Reactors Branch 1. TAC 54428. 85/02/27. WIGGINS.J.W. Florida Power & Light Co. 3pp. 29362:164-29362:178.
-8503130306 Safety evaluation re flux reduction factor using part-length burnable absorber assemblies to meet NRC pressurized thermal shock criteria. VARGA.SA Operating Reactors Branch 1. 85/02/27.10pp. 29362:167-29362:176.
-8503130313 Supplemental safety evaluation re flux reduction factor using part-length burnable absorber assemblies to meet NRC pressurized thermal shock cnteria.Util criterion acceptable. VARGA.SA Operating Reactors Branch 1. 85/02/27. 2pp. 29362:177-29362:178.
8503190225 Advises that License Condition 2.C.(14) re compliance w/criteria for Phase II of control of heavy loads (NUREG-0612,Unresolved Safety Issue A-36) satisfied. SCHWENCERA Licensing Branch 2. 85/03/12. FARRAR.D.L Commonwealth Edison Co. 3pp. 29421:357-29421:359.
8503190352 Advises that compliance w/max lift height of 5 ft for Refuel V reactor vessel head removal not possible.Fuel handling bridges will be stored at deep end of fuel transfer canal,per NUREG-0612,during Refuel VI. WESTAFER.G.R. Florida Power Corp, 3F0385-09. 85/03/12. DENTON.H.R.  Office  of  Nuclear  Reactor Regulation,   Director.  1p.  29409:073-29409:073.
8503190369 Informs that load handling procedures & program for sling use & maint implemented at Unit 2,per control of heavy load Phase I. WILLIAMS.J.W. Florida Power & Light Co, L-85-115. 85/03/15. MILLER.J.R. Operating Reactors Branch 3.1p. 29409:087-29409:087.
8503200445 Forwards WCAP 10669, "Evaluation of Acceptability of Reactor Head Lift Rig.Reactor Vessel Internals Lift Rig,Load Cell & Load Cell Linkage to Requirements of NUREG-0612" & Rev 1 to "Control of Heavy Loads."
COUNSIL.W.G, Northeast Nuclear Energy Co. (subs, of Northeast Utilities), B11406. 85/03/14. YOUNGBLOOD.BJ. Licensing Branch 1. 7pp. 29426:005-29426:213.
-8503200449 WCAP 10669 "Evaluation of Acceptability of Reactor Vessel Head Lift Rig.Reactor Vessel Internals Lift Rig,Load Cell & Load Cell Linkage to Requirements Of NUREG-0612." SANDNER.H.H. Westinghouse Electric Corp. 84/09/30.190pp. 29426:012-29426:178.
-8503200452 Rev 1 to "Control of Heavy Loads." * Northeast Utilities. 85/03/31. 28pp. 29426:179-29426:213.
8503200581 Forwards Insp Repts 50-413/85-04 & 50-414/85-04 on 850128-0201 & notice of violation.
BROWNLEE.V.L Region 2, Office of Director. 85/02/27. TUCKER.H.B. Duke Power Co. 2pp. 29458:266-29458:276.
-8503200584 Insp Repts 50-413/85-04 & 50-414/85-04 on 850128-0201. Violation noted:failure to maintain fire watch & log for impaired fire barrier. BURNETT.P.T.   Region   2,   Office   of   Director.   50-414/85-04.   85/02/26.   8pp. 29458:269-29458:276.
8503210160 Forwards safety evaluation & technical evaluation rept re response to 801222 generic Itr concerning control of heavy loads (Phase l).Guidelines of Sections 5.1.1 & 5.3 of NUREG-0612 satisfied.
MILLER.J.R. Operating Reactors Branch 3. 85/03/04. WILLIAMS.J.W. Florida Power & Light Co. 1p. 29480:027-29480:028.
-8503210170 Safety evaluation re response to 801222 generic Itr re control of heavy loads (Phase I). * Office of Nuclear Reactor Regulation, Director. 85/03/04. 1p. 29480:028-29480:028.
-8502060176 TER-C5506-394 "Control of Heavy Loads (C-10),St Lucie Unit 1," technical evaluation rept.
BOMBERGER.C. Franklin Institute/Franklin Research Center. NRC-03-81-130. TAC 08083. 85/01/31. SINGH.A. NRC - No Detailed Affiliation Given. 23pp. 29480:029-29480:051.
8503210322 Submits addl info re equipment mods to satisfy intent of NUREG-0612, "Control of Heavy Loads." Trolley bumpers for reactor blag polar crane will not be installed.Proposed crane upgrades listed. WESTAFER.G.R. Florida Power Corp. 3F0385-16. 85/03/15.
DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29465:117-29465:118.
8503210434 Forwards safety evaluation re control of heavy loads & "Control of Heavy Loads,Niagara Mohawk Power Corp.Nine Mile Point Unit 1," technical evaluation rept VASSALLO.D.B. Operating Reactors Branch 2. 85/03/05.------------------ '"
Mohawk Power Corp. 2pp"29479:187-29479:190.
HOOTEN.B.G. Niagara
-8503210436 Safety evaluation re control of heavy loads.Phase I acceptable.
* Operating Reactors Branch 2. 85/03/05. 2pp. 29479:189-29479:190.
-8502060125 "Control of Heavy Loads.Nine Mile Point Unit 1," technical evaluation rept.
BOMBERGER.C. ARVIN/CALSPAN Advanced Technology Center. NRC-03-81-130. TAC 08063. 85/01/31. SINGH.A. NRC - No Detailed Affiliation Given. 25pp. 29479:191-29479:215.
8503220127 Informs that review of control of heavy loads (Phase I) complete.Based on encl safety evaluation & Franklin Research Ctr technical rept.guidelines of Sections 5.1.1 & 5.3 of NUREG-0612 met.
VASSALLO.D.B. Operating Reactors Branch 2. 85/03/06. HARRINGTON.W.D. Boston Edison Co. 2pp. 29482:213-29482:216.
-8503220131 Safety evaluation re control of heavy loads - Phase I. Guidelines of Sections 5.1.1 & 5.3 of NUREG-0612 satisfied.
*   Office  of  Nuclear  Reactor  Regulation,   Director.   85/03/06.   2pp.   29482:215-29482:216.
-8502120160 TER-C5506-381 "Control of Heavy Loads.Pilgrim Nuclear Power Station." technical evaluation rept.
BOMBERGER.C. ARVIN/CALSPAN Advanced Technology Center. NRC-03-81-130. TAC 10817. 85/01/31. SINGH A NRC - No Detailed Affiliation Given. 32pp. 29482:217-29482:247.
8503220150 Informs of review of 850207 response to NRC 841218 Itr re heavy load travel inside containment.AII resolutions to comments acceptable except how traveling into exclusion area will be prevented.
SNYDER.B.J. TMI Program Office. 85/03/14. STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 3pp. 29482:192-29482:194.
8503250310 Forwards Matls Engineering Branch safety evaluation based on review of 840629 & 1030 submittals re reactor vessel matl properties.Chemical composition of beltline weld matls acceptable.Pressurized thermal shock issue unresolved. VARGA.SA Operating Reactors Branch 1. TAC 55323. 85/03/11. UTLEY.E.E Carolina Power & Light Co. 2pp. 29496:113-29496:118.
-8503250314 Safety evaluation supporting estimates of chemical composition of reactor vessel beltline welds.
*  Materials Engineering Branch. 85/03/11. 4pp. 29496:115-29496:118.
I&E INSPECTION AND ENFORCEMENT
8501210136 PNO-l-85-003:on 850114,two packages of radiopharms lost from  Del Medjnc delivery truck.Packages found & taken to police station.Inner containers intact,no contamination detected. Packages delivered to original destination. COSTELLO.A.F., KINNEMAN.J., JOYNER.J. Region 1, Office of Director. 85/01/14. 2pp. 28471:063-28471:064.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York. Inc. 113pp. 29196:147-29196:258.
8502270050 Suppl 1 to IE Info Notice 83-70. "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York. Inc. 109pp. 29481:193-29481:300.
8502280540 Partial response to FOIA request for six categories of documents.Forwards App A documents.Documents available in PDR in Folder FOIA 84-839. FELTON.J.M. Division of Rules and Records. 84/12/04. AUDIN.L. Affiliation Not Assigned. 2pp. 29172:152-29172:157,r Authority (formerly Power Authority of the State of New York). 2pp. 29246:146-29246:148.e Secretary of the Commission. 1p. 29361:259-29361:259.
